The Insight Energy Coil PEMF Device - 


Introduction on How It Relates to Your Human Bod 
and What You Need to Know About It. 

Energy runs all through our body, everyday, all day. Every cell in our body has both a 
positive and negative charge. 

When a cell is stimulated, it allows positive charges to enter the cell through open ion 
channels. When our cells are depleted, the effects may include autoimmune disorders, 
increased disease susceptibility, or whatever it is that now springs to your mind. Did you 
know that pulsed magnetic field therapy (PEMF) is something that can prevent the worst 
from happening? You may be wondering how...well let me explain. 

There are zillions of cells that never stop circulating and dividing in your body. You can't see 
them, but they are vital. It is cells that stand behind the 'integrity' of your immune system 
and provide support for crucial body functions, like self-healing. They also serve as the final 
destination for all nutrients and vitamins you consume, meaning that cells take them in and 
turn them into energy. Using a PEMF device known as The Insight Energy Coil, it sends a 
pulsing magnetic field through your body recharging your cells. It's now an undeniable fact 
that PEMF magnetic therapy can charge depleted cells in the human body, bringing them 
back to function perfectly. PEMF is adjusted to be at low frequencies, the pulses reach your 
muscles, bones, and organs and then pair with their natural electromagnetic fields to 
restore energy channeling between them. As a result, your damaged cells are stimulated to 
interact properly and keep flowing in a healthy way. 

Your body naturally has magnetic and electric fields. All your molecules have a small amount 
of magnetic energy in them. The thought behind magnetic field therapy is that certain 
problems happen because your magnetic fields are out of balance. If you put a magnetic 
field near your body, it's believed things will go back to normal. 

The world's greatest minds devoted themselves to researching how exactly electromagnetic 
stimulation can be of use in the medical field. After conducting numerous clinical studies, 
even the most brilliant scientists and doctors were astounded by the findings. So will you. 

It's now an undeniable fact that PEMF magnetic therapy can charge depleted cells in the 
human body, making for their normal functioning. Adjusted to be at low frequencies, pulses 
reach your muscles, bones, and organs and then pair with their natural electromagnetic 
fields to restore energy channeling between them. As a result, your damaged cells are 
stimulated to interact properly and keep flowing in a healthy way. 




As they are targeted at fine-tuning cellular functioning, low-level pulsed fields contribute to 
your well-being in every sense of the word. They improve blood oxygen, stop the 
development of inflammatory processes, and promote self-healing. When your cells are 
charged with PEMF treatment, your body works as it should. And if they 100% healthy, 
nothing can wreak havoc on it. 

Add another piece to the puzzle! Using the Genius Insight App > You can instantly analyze 
your body based upon your unique voice imprint > determine the specific custom 
frequencies for your Insight Energy Coil. 



